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A. D9022 
B. D9054 
C. D6050 
D. D9032 


Answer: D 


QUESTION: 16 
What is the maximum numberof devices that are ROSA EM can manage? 


A. 100 
B. 200 
C. 1000 
D. 2000 


Answer: C 


QUESTION: 17 
What satellite receiver candecrypt power Vu and DVB-CI encrypted programs? 


A. D9844 
B. D9852 
C. D9854 
D. D9850 


Answer: C 


QUESTION: 18 
What is the maximum upstream bit rate available with 64 QAM? 


A. 10 Mbps 
B. 40 Mbps 
C. 30 Mbps 
D. 20 Mbps 


Answer: C 
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